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STANDING OPERATING PROCEDURE 
NUMBER 45-3064-1 

EMERGENCY RECOVERY Q.F 

*USAF Declass/Release mstructic 

PURPOSE: b I i sh clearly 

recovery of a a i rcr a f t which 

at an airfield other than Homeo late 


2 

25X1A 




27 Dec 1966 


MfcKbtNUY RECOVERY 0.F RCRAFT 

ss/Release mstruciioH^Wmre^ 

b I ish clearly defined procedures for the 
mHaircraft which has made an emergency landing 
other than Homeplate. 


2. SCOPE: 
interest o i 
a training 


These procedures apply to all pa 
supervisory responsibility for | 
flight or an operational mission. 


having a direct 
recovery during 


3. GENERAL: The is a classified aircraft, and as such, 

any unsc heduled landing, other than at Homeplate, requires that the 
Commander take immediate action to protect the aircraft and return 
it to Homeplate as soon as possible. For obvious reasons, emergency 
recovery action must begin quickly. This can best be done when the 
necessary typos of personnel have boon preselected and I ho nor. os car y 
equipment identified for recovering the aircrai r. Iranspor fa i ion 
oi^equipment and personnel will be accomplished using the C - i 3 0 , 

F — 2/ or tne Connie. If the C—130 is not available for use, then 
suitable air transportation will be requested from Headquarters. 
Personnel and cargo will be selected by maintenance op- ion. Option 
A consists of a C—130 fl ight with al I cargo items required to 
recover the article, remove ’’Take", preflight and launch to — 
Ijpmepiate (package reinstal led) . A second C-130 load is 
P rog rammed under this option tp transpprt all Items required to 
comp f e 1 e an engine change if necessary. Option 6 is e x e r c i sec 
when it is immediately recognized that an engine change is 
required. Flight 1 then carries preliminary engine change equipment 
with flight two transporting the remainder of t tie pref i ; gh : and 
launch equipment. Passenger spaces are available on ali'-rlighTs to 
accomodate f-27 overflow. If it can be determined after notification 
that the Article has been damaged beyond ail repair, then procedures 
outlined under aircraft accidents will apply and these procedures 
are void. 

4. PROCEDURES: These procedures wil! be put into effect on tne 
order of tne Commander or his designated representative. Upon 
notification of an emergency landing, the Commander or his 
representative will notify the DCO, UCM, DCS, Senior Security Officer 
duo command rest to implement Emergency Recovery procedures. uoca •• . o 
O' aircraft landing and desired time for departure of cargo aircraft 
should be included in initial notification. The Commander will at 
This lime designate a senior officer as the Task Force Commander for 
the Emergency Recovery Operation. Actions will be taken as follows: 


OPR:* UCM 

0 < 3 I R i BUT i ON : A & B 


n i s S 0 P supersedes SOP 45-3064- i, 8 A u g u s t 1966 as amended 
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a. DCM : 


Cl A-RDP33-0241 5A000600070041 -2 


(i) Notify hangar maintenance supervisor SAS INS 
Package Supervisor (!, H, IV, V, or VI), Base Supply Officer/ 
Supervisor, POL 0 f f i cer /Su per v i so r , Aircraft Maintenance Officer/ 
Supervisor, to implement Emergency Recovery procedures qivinq 
location or emergency landing, estimated departure time of the 
G-loO ana any other pertinent information. The supervisors wii! 
immediately select the personnel by name according to speciality 
shown in Annex A or B and give to DCM. Supervisors will also Y 
begin immediately to move their cargo elements to the South Parkinq 
Ramp for the C-130 loading. Cargo items not required for a 

titled ^o r +h° V R ry f ele+ed and this information immediately 

passed to the Base Supply Loading Supervisor. y 


(a) The Aircraft Maintenance Supervisor 


will 


for i mmed Sate 


j_ Immediately prepare one F-1LI 
departure. 


and one T-33 


2_ Prepare and 
loading and departure. 


preflight the C-130 for cargo 


i mmed i ate load i ng 


_3 Locate and brief the cargo load master 


on 


(b) The Base Supply Officer will: 


J_ Dispatch cargo load supervisor and loaders 
tne Carry four (4) copies of prepared manifest and two 

< 2) copies of loading diagram to C-130. One (I) copy of manifest 
with items checked off will be given to the aircraft ioadmaster or 
A i rcraft Commander when all items are loaded. Two (2) copies of 
i he man i rest and loading diagram will be given to the Maintenance 
Officer on the recovery team to be used for return of recovery 
equipment. One (!) copy of manifest will be signed by the 
Loadmasrer and retained by Base Supply. 

2 Dispatch available cargo hoists and trailers 
as needea to accompl ish or to assist in the loading. * This may 
entail helping contractor supervisors in moving non-roll Inq carao 
e I ements . s a 


25X1A 


(2) Notify DCO of status of C-130. 

(3) Col I ect names of maintenance recovery personnel and 
forward to DCS for manifesting and special orders If required. 

Determine from landing base location and season 

if cold weather clothing will be required. If required, direct Base 
.juppl.y Off icer to issue clothing to passengers as required. 

Personnel desiring spocial clothing will report to BE MO for issue. 


OUSSlRfD-- „ 
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(5) Advise recovery personnel who are decartino 


^clothing and personal items. L no recovery time «a £2 S St S"* 
'at Will be vise to assume at least three (of days a»ay f ooTho . 

(6) Advi! ?e Command Post or call direct to Commander/DCM 

for 6 nr^f enCy landing base an^sive any instructions or conditions 
tor preliminary care of the ■^■aircraft "s 


Homepiate . 


t or call direct to Commander / DCM 
^^any instructions or conditions 
^aircraft. 25x1A2g 


comp le ted 


Notify DCO on cargo loading status and when loading i 


r to n , (8) - N ? t 1; f y su P erv isors and arrange for loading time of the 
C-130 when it is inbound for a turnaround trip. S b 

(9 ?, At the recovery base, the maintenance officer will 

support i e* m ^ ntenance recovery operation and arrange for local 

DCH li addition lod Si»*. etc., with the local 
25X1 A2g reQ uireri tu * h folio ^ng Aerospace Ground Equipment will be 

required from the emergency base resources to support the 

recovery: Two (2) MD3 power units (28VDC and 115VAC), one^^hieh 

| • pressure oxygen trailer or one (1) LOX trailer, five ( 5 ) B-i 

maintenance stands, two (2) 5 gallon drums/pails for drainage purposes 

cart one°(l) 1 50 COm ?^ eSS H r 3 "J° 00 lb P res sure, one (1) dry nitrogen 
cart one Q) 50 gallon drum (empty), two (2) portable heaters igas 

or electric), two (2) NF2 light trailers, one (1) 6000 in capacity 

P««Sn%J° r S^ ft and ° ne Jib HoIs »' *“> <*y». VI recovery only), 
further the Maintenance Officer will: * y 

. „ . . . (a) ir Immediately remove pacxage material and prepare 

for delivery to Homepiate or as directed. P P 


erase drum. 


as directed. ^ Rem ° Ve SC£DM ta P e for delivery to Homepiate or, 

erase drum. <C> Rem ° Ve INS Programming data rrom INS drum and 

- INS wi -L! ioe programmed for return flight. 

(d) Remove viewfinder film and hold for Security. 
Homepiate . < * > i ’ re P a ' : ’ a aircraft for a iow/slow f light to 

?5X1A2g stat „ 5 and advised on maintenance 

„„„„ , Supervise and arrange loading of recovery enuin 

ment and personnel for return to Homepiate. Provide^ prepared 
manifests to DCO repres6ntdt ive (' , ^ n ^ ^ 

flight. ” nG crew commanaer ror return 


25X1 A2g 


(10) Monitor maintenance status and recovery of 
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the emergency base periodically thru the Command Post or any 
direct contact with the maintenance officer at the recovery buse. 

b . DCO 

(!) Call senior operation<> oft ice r at emergency landing 
base as necessary for status o f aircraf t and give preliminary 

instructions tor care of pilot an -1 aircraft. Forward any pertinent 
information to DCM for planning purposes.. 

(a) Launch F-10! and/or T-33 with the DCO representative 
along with a senior security officer to recovery base. 

(2) Recall C-130 if it is not on station and/or determine 
what lateral support aircraft (Connie, Edwards C-130, etc) can be 
made available for transport. If none suitable is available, 
request higher headquarters assistance. 

(3) Notify Personal Equipment Of f i cer/Su perv i so r , Senior 
Medical Officer, Base Operations 0 f f i cer , Weat her Officer, Flight 
Planning Section and D C 0 1 to implement Emergency Recovery Procedures. 
These supervisors will in turn select personnel by name according 

to applicable special i + ys listed in Annex A or B and forward to DCS 
for manifesting and special orders if required. Supervisors will 
also move cargo as applicable to the C-130 located on the South 
parking ramp . 



(6) Direct Base Operations Officer to: 

(a) Activate tne secondary crash circuit. 

(b) Notify Supervisor of Flying. 

(c) Locate and alert (C-»30, C - 1 2 1 , F-27, eTc) for 
briefing on departure, destination, and load. 

(d) Prepare mobile kit, and handcarry on passenger 

a i rc ra f t . 

(e) Conract DCS for numoer of flight I unches" des i red 
and insure they are placed on board support aircraft. 

( / ) Sc hed u I e a pr oj ect pilot lo f err yi t he i t 

applicable. Project piloi need nor depart immediately but may 
depart by F -101 when needed. j 






Approved For Release 2001/08/27 : CIA-RDP33-02415A000^67dbll-^ 064 " 1 

(8; Coordinate with DCS to assure orders are issued 
authorizing civilian passengers flighton military aircraft 
(Detachment or MAC). 

'i*' (9) Flight Planning Section will prepare flight plan, 

map strip for viewfinder, as necessary, for flight from emergency 
landing base back to Homeplate. 

(10) Return flight plan to be made in coordination with 
higher headquarters and Security.. FAA coordination will be effected 
after d eterm i nat i on of flight plan to be used and FAA clearance 
requ i red . 

(11) Operations representative at emergency landing base 

will insure that preparations for flight, pilot briefings, physio- 
logical activities, use of mobile control, etc., will not deviate 
from etc. 

er , will be 

the approving official if deviations are required. 

(12) Mobile control officer will monitor primary frequency 
for minimum of 30 minutes after aircraft departure from emergency 
base . 


(13) Command Post will be open 24 hours a day unless 
authorized to close by the DC0 . It will perform normal duties as 
well as serve as a commun i cat r on center. Command Post will be 
notified by SAC long line/NORAD he.' i i ne/commerc 1 a I telephone of 
aircraft departure and ETA at Homeplate. 


(14) Chase aircraft will be airborne at Homeplate, at 
landing time minus 30 minutes (or upon notification of aircraft 
departure if time enroute is less than 30 minutes). 

c. Senior Security Officer 

(1) Upon notification of emergency landing will designate 
and alert sucurity representative for immediate departure (Annex A 
or B). The name of this representative and 4 security guards (Annex 
A or B) will be forwarded to DCS for manifesting and special orders. 
Security will supervise loading of recovery personnel on support 
aircraft from manifest provided to Security by DCS. 

(2) Arrange for and supervise security protection of the 

25X1A2g the emergency landing field. Conduct briefings as necessary 

at the base in conjunction with local Base Security Officer 

(3) Provide all personnel with security briefing and cover 
story at plane side prior to departing .the area. 


(4) Arrange for or advise local Information Officer on any 
press releases that may be required, provided press release has been 
approved per Project Headquarters Directive 50-3055-4. 


CLASSIFIED-' 
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d. DCS 

emergency 'recovery SJSra ? 7on I f . neC ”- M ' tha+ a " 

support afrcraft? 0 ^ 6 ^ f " 9ht " Jnc, ’ es to be » lac<sd "foard the 


Force 


(Annex 
are 


;:; u a?r 

(4) 


personnel* ro a^e^! a " d ° C ° “ ' be c^pTes"? ^e'^ 


.- HHI + 1 ( f > ' ) . Standby to support the Base Supply Officer with 

additional transportation if requested by the Base 


Supply Officer. 


(6) A DCS 
to pass out spec ia I 




nnexes 

A. Recovery Personnel List(Option 

B. Recovery Personnel List(0ption 


A) 

B) 


CLASSIFIED 
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OPTION B 
RECOVERY 


(w/e ngine change, two shift operation) 


TASK FORCE COMMANDER 

MAINT OFFICER 

DEPT MANAGER 

MAINT S UP R 

CREW CHIEF 

ENGINEER 

PUT LINE MECH 

ELECTRICIAN 

INSPECTOR 

GROUND HANDLING MECH 

RADIO TECH 

MAINT ELECT 

SAS TECH 

INS TECH 

LAC SPECIALIST 

MATERIAL EXPEDITER 

PKG I 

P KG 1 1 

PKG IV 

PKG V 

PKG VI 

PEW FIELD 'REPS 
PEW TECHS 
POL TECHS 
SUPPLY 
P . E . 

MEDICAL OFF 


OPS OFF 
WX OFF 
FLT PLANNER 
SECURITY OFF 
SECURITY GUARDS 


C^/va/vvo 'fjuAj 


TOTALS 


F - 2 7 


I 

1 
1 
1 
6 
1 
1 
1 
1 
1 
1 

2 
1 

1 

* 5 
*4 
*3 

* 2 
*1 
1 
1 


2 

1 

1 

1 

4 

i 


3>+ 


C-I30( I )/C~130( 2 ). , . OTHER 

1 

i I 

1 

i 

i 

6 

1 

1 

1 


2 

1 


1 

1 


4 9 4 
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OPTION A 
RECOVERY 


(w/two shift operation) 


TASK FORCE COMMANDER 

MAINT OFFICER 

DEPT MANAGER 

MAINT SUPR 

CREW CHIEF 

ENGINEER 

FLT LINE MECH 

ELEC 

INSPECTOR 

GROUND HANDLING MECH 
RADIO TECH 


MAINT ELEC 

SAS TECH 

INS TECH 

LAC SPECIALIST 

PKG I 

P KG II 

PKG IV 

PKG V 

PKG VI 

P6W FIELD REP 
POL TECH 
SUPPLY TECH 

P.E. 

MEDICAL OFFICER 


OPS OFFICER 
WX OFFICER 
FLT PLANNER 
SECURITY OFFICER 
SECURITY GUARDS 
MATERIAL EXPEDITER 


C 0 


T-W 


<yuu>to 

TOTALS 


F-27 C-130 


1 

1 

2 

1 

10 

2 

2 

1 

1 

1 

1 

2 

1 

*5 

*4 

*3 

*2 

*1 

1 


1 


2 

1 

2 


1 

1 


4 

1 

i 


_3-2^Pkg 



Oth e 


1- 


1 


4 
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